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Erratum 

AFJ volume 103 issue 3, pp. 175-181 (July-September 2013) 

Figures 1 and 2 in the American Fern Journal article entitled A New Hybrid of 
Serpocaulon (Polypodiaceae) from Costa Rica by Alexander Fco. Rojas- 
Alvarado and Jose Miguel Chaves-Fallas were originally published incorrectly. 
The correct figures are shown on the next two pages. 


ERRATUM 


253 



5 cm 





Fig. 1. A and D. Serpocaulon fraxinifolium (J.M. Chaves et al. 297, CR); A. Habit. D. Blade detail. 
B and E. S. x sessilipinnum (j-M. Chaves et al. 299, CR); B. Habit. E. Blade detail. C and F. S. 
ptilorhizon ( J.M. Chaves et al. 298, CR); C. Habit. F. Blade detail. 
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Fig. 2. A and D. Serpocaulon fraxinifolium (/.Af. Chaves et al . 297 , CR); A. Rhizome 
detail. D. Rhizome scale. B and E. S. X sessilipinnum (/.M. Chaves et al. 299 , CR); B. Rhizome 
detail. E. Rhizome scale. C and F. S. ptilorhizon (J.M . Chaves et al. 298 . CR); C. Rhizome detail. 
F. Rhizome scale. 


























